THE FOURTH DIMENSION IN BUILDING:

STRATEGIES FOR MIUMIZIHG

OBSOLESCENCE

COMMITTEE ON FACILITY DESIGN TO MINIMIZE
PREMATURE OBSOLESCENCE

Building Research Board

Commission on Engineering and Technical Systems
National Research Council

Donald G. Iselin

Andrew C. Lemer

Editors

NATIONAL ACADEMY PRESS
WASHINGTON, D.C. 1993